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THIS IS UNEVALUATED INFORMATION 


dl. Plant No 721 was located outsice of Sverdlovsk (56°)! 'N/6295'%), southeast of 
the ef tYy and Ss > puardcd by Soviet Army soldiers. # The- plarrt manacenent was 
co: “poses” of Soviet technical officers, Tho plant had c work force of about 60U, 
ineluding hSO won wn, workinre three shifts, 


25X1 2. TOON Was 
equipper wlth 30 rrindine sachines. Copper enc craphite cubes le? x 34.3 % 2.3 en 
were frourd and pol ishec” there, The Caily outout amounted to approximately 
14000 to 10,000 such cubes, which were sh ippec. out by rail, alleredly to 
oLectricnl slants. Information on the other vroduction foing on at the plant 
vas not available. 

25X11 *[ | Gemment: Prebably the tktus Electrical Equipment Factery He. 721. 
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